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The Process of Progress 



"Change is the only constant in life, and it is in changing that we find purpose." -Heraclitus 

Recently, it seems we're experiencing more and faster change at every turn. On a national level, 
debates in Congress and the Supreme Court have the potential to dramatically alter the health 
policy landscape. And on a societal level, we could be witnessing major shifts in response to 
tragic events in Ferguson, Staten Island, and Cleveland. Resulting demonstrations across the 
U.S. show us that many Americans are ready for change. Continue reading... 


Read 


Watch 


We're closing out the year with $4.9 
million in Q4 grantmaking. Check out 
our latest investments and grantees 
across the state. 

How do survivors of domestic violence 
define success? 


Located in the heart of Oakland's Chinatown, Asian 
Health Services is using the proven C.A.R.E. model 
to enhance communication skills among staff, and 
achieve more engaged and empowered patients. 
Watch now. 


We want to hear from you! Complete 
our quick 10-question survey to help 
us improve your experience on our 
Website. 


How has the ACA affected patient 
demand and service expectations in 
community health centers? Find out 
here. 















Our very own Kimberly Weber opens- 
up the dialogue on healthcare . 

It takes a village: Peter Long discusses 
the fight against domestic violence in 

Orange County. 

What would it look like to apply a 3.0 
Framework to health system 
transformation? 



How can you #BeTheSolution t o end domestic 
violence? Our newest campaign is spreading the 
message that domestic violence is everyone's issue 
to tackle. Visit our Facebook p age, Instagram 
account and our website for tips and resources and 
let us know how you will #BeTheSolution in your 
community. 



Take a trip down memory lane with our 2014: The Year in Numbers infographic! It highlights 
where our investments went this past year to help achieve our mission of ensuring affordable, 
effective care for the underserved, and ending domestic violence in California. 
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